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SECOND 

PONCE  DE  LEON  BAPTIST  CHURCH 
ATLANTA,  GEORGIA 
A  beautiful  example  of  early  American 
Church  architecture.  Sir  Christopher  Wren 
designed  the  steeple  which  graces  the  front 
of  the  building  and  is  168  feet  high.  The 
Church  is  a  merger  of  the  Second,  the  Ponce 
de  Leon  and  the  Buckhead  Baptist  churches. 
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